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SUBJECT: IAEA CONSULTANTS MEETING ON CATALOGING OF SMALL 
AND MEDIUM POWER REACTOR DESIGN CHARACTERISTICS, 

VIENNA, JUNE 30- JULY 4, 1975 

1. QUESTIONNAIRE SHOULD BE AVAILABLE BY ABOUT MID- APRIL. 

IN MEANTIME, REFERENCE TO AGENCY'S REACTOR DIRECTORY 
VOLUMES PROVIDE AN EXAMPLE OF TYPES OF INFO SOUGHT BY 
QUESTIONNAIRES. 

2. WHILE FOLLOW-ON MEETING ON FINANCING WAS ONE 
RECOMMENDATION OF NOVEMBER PANEL, SECRETARIAT DECIDED, 
AFTER CONSULTING WITH WORLD BANK AND CONSIDERING MATTER 
INTERNALLY. THAT TIME NOT RPT NOT RIPE FOR SUCH A 
MEETING. ACCORDINGLY. IT HAS BEEN DEFERRED. AGENCY 
DECIDED INSTEAD TO CONVENE SUBJECT MEETING, WHICH WAS 
ALSO RECOMMENDED BY NOVEMBER PANEL AND WHICH AGENCY 
FELT MORE TIMELY IN TERMS OF CHANCES OF PRODUCING 
SUCCESSFUL RESULTS. PORTER 
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